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CONFIDENTIAL STATE 039661 

TOKYO FOR RSO AND TSO HABENICHT, HONG KONG FOR RTC AND RSS 
E.O. 11652GDS 

TAGS: ASEC 

REF: TOKYO 1894 

1 . SY/T IN CONCURRENCE WITH SUGGESTED UTILIZATION OF ROOMS 
L-176, 317 AND 318. 

2. ROOM 318 SHOULD BE SUFFICIENT FOR AUTO SCAN INSTALLATION 
AND ELECTRONIC WORK BENCH AREA FOR REPAIR AND TESTING OF 
EQUIPMENT. 

3. ROOM 317 WILL BE ADEQUATE FOR TSO/SEABEE OFFICE. 

4. ONLY CRITICAL FUNCTION NOT ADDRESSED IN REFTEL IS RE- 
CEIVING-SHIPPING AREA. SINCE TSO AND SEABEE WILL BE HANDL- 
ING ALL POSTS IN JAPAN AND KOREA, THERE WILL BE SUBSTANTIAL 
FLOW OF SUPPLIES AND EQUIPMENT IN AND OUT OF TOKYO. IF 
L-176 CAN BE USED FOR THIS FUNCTION AS WELL AS STORAGE OF 
CLASSIFIED EQUIPMENT, THAT WILL BE SATISFACTORY. 
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5. FOUR HUNDRED AND FIFTY SQUARE FEET OF CAGED OR TSO CON- 
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TROLLED STORAGE SPACE IN ROOM Bill SHOULD BE ADEQUATE FOR 
TSO AND SEABEE REQUIREMENTS. 

6. IF TSO CAN HAVE ACCESS TO OTHER PHOTO LAB IN BUILDING, 

THERE SHOULD BE NO NEED FOR SEPARATE TSO PHOTO LAB FA- 
CILITIES. INGERSOLL 
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